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Apple IIGS: Version 1.0 Is The 2nd ROM Version 


This article last reviewed: 28 September 1988 
There have been TWO sets of ROM for the Apple IIGS. 

The first Apple IIGS ROM was not given a revision number. The current upgrade, 
or second set of ROM for the Apple IIGS is ROM version 1.0. 
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